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LIMITED OFFICIAL USE NICOSIA 0214 

E.O. 11652: N/A 

TAGS: TBIO, BDIS, CY, US 

SUBJECT: CYPRUS COMPLAINT OF SUB-STANDARD DRUGS 

REF: 76 NICOSIA 3636 

1. ECONOMIC/COMMERCIAL OEFICER WHO HAS HANDLED SUBJECT 
CASE IN NICOSIA SINCE EARLY 1975 WAS RECENTLY INFORMED BY 
MEMBER OF CYPRUS IMPORTERS ASSOCIATION OF PHARMACEUTICAL 
PRODUCTS THAT PHARMACIST NICOS CHR. CHRISTODOULIDES USED 
TO PRODUCE/MANUFACTURE OWN TABLET DRUGS. TYPE OF TABLETS 
WAS UNSPECIFIED BY INFORMANT. IMPLICATION OF STATEMENT IS 
THAT SUB-STANDARD DRUGS UNDER FDA INVESTIGATION MAY REPEAT 
MAY HAVE ORIGINATED WITH CHRISTODOULIDES HIMSELF. 

2. EMBASSY IS NOT IN A POSITION TO EVALUATE SIGNIFICANCE 
ABOVE INFORMATION IN CONTEXT OF FINDINGS BY FDA INSPECTOR 
C.A. WAYNE IN OCTOBER 1976. 

3. EMBASSY IS READY TO PURSUE MATTER AS FDA MAY REQUIRE. 
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